DOCKETED ITEMS     175

9203130096 Rev 42 to "Crisis Mgt Plan for Nuclear Stations," including 3 illustrated
booklets   on   how   to   react   in   emergency   for   distribution   to   residents   near
Oconee.McGuire & Catawba Nuclear Stations.W/920306 Itr.
TUCKER.H.B. Duke Power Co. 92/03/01. 69pp. 61082:026-61082:094.

9203120172 Revised EPIPs.including Rev 8 to EDA-2, "Offsite Dose Projections for Ca-
tawba Nuclear Station" & Rev 7 to EDA-8, "Environ Monitoring for Emergency Condi-
tions for Catawba Nuclear Station." W/920306 Itr.
TUCKER, H.S. Duke Power Co. 92/03/06. 89pp. 60925:090-60925:178.

9203130020 Forwards insp repts 50-413/92-04 & 50-414/92-04 on 920202- 06.Violation
noted indicates failure to comply w/commitments made in physical security plan.
COLLINS.D.M. Region 2 (Post 820201). 92/03/06. TUCKMAN.M.S. Duke Power Co.
4pp. 60886:084-60886:088.

-9203130030 Partially withheld insp repts 50-413/92-04 & 50-414/92-04 on 920202-06
(ref 10CFR73.21).Violation noted.Major areas inspected.-physical security program for
reactors,mat support,security program plans & personnel & vehicles.
STANSBERRY.W.W. Region 2 (Post 820201). 92/03/06. 1p. 60886:088-60886:088.

9203310152 Forwards public version of revised EPIPs HP/O/B/1009/18, HP/O/B/
1000/06,HP/0/B/1009/04,RP/0/A/5000/04,RP/0/A/5000/05 & RP/O/B/5000/14.
TUCKMAN.M.S. Duke Power Co. 92/03/10. Document Control Branch (Document
Control Desk). 4pp. 61195:001-61195:159.

-9203310168 Public version of revised EPIPs HP/O/B/1009/18, HP/0/B/1000/06.HP/
0/B/1009/04,RP/0/A/5000/04,RP/0/A/5000/05 & RP/O/B/5000/14.
* Duke Power Co. 92/03/10. 150pp. 61195:003-61195:159.

9203310119 Informs that review of emergency response data sys implementation plan
submitted 911024 provides basis for acceptable implementation at facility.
MATTHEWS.D.B. Project Directorate II-3. 92/03/24, TUCKER.H.B. Duke Power Co.
4pp. 61194:124-61194:127.

H. General correspondence

9203130249 Lists address for Catawaba Nuclear Site for NRC mailing list.
TUCKMAN.M.S. Duke Power Co. 92/03/04. Document Control Branch (Document
Control Desk). 3pp. 60933:057-60933:059.

-9203130085 Safety evaluation supporting amends 94 & 88 to licenses NPF-35 & NPF-
52.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/03. 3pp.
60932:239-60932:241.                                                                                           .

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity,10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203120265 Forwards correction to amends 90 & 84 to licenses NPF-35 & NPF-
52,respectively.Correction changes TS pages 3/4 6-14 due to administrative oversight.
MARTIN.R.E. Project Directorate II-3. 92/03/09. TUCKMAN.M.S. Duke Power Co.
5pp. 60895:194-60895:198.

-9203120270 Correction to Amends 90 & 84 to licenses NPF-35 & NPF-52,
respectively.TS pages 3/4 6-14 changed due to administrative oversight.

*  Project Directorate II-3. 92/03/09. 1p. 60895:198-60895:198.

9203240235 Forwards revs to Selected Licensee Commitments Manual, consisting of
Chapter 16.0 of FSAR.Manual will be updated monthly.as needed.
TUCKMAN.M.S. Duke Power Co. 92/03/09. Document Control Branch (Document
Control Desk). 13pp. 61096:343-61096:355.

9203240326 Application for amends to licenses NPF-35 & NPF-52,revising TS 4.17.13.2
re surveillance requirements for standby shutdown facility diesel generator nickel-cad-
mium batteries.

TUCKMAN.M.S. Duke Power Co. 92/03/11. Document Control Branch (Document
Control Desk). 4pp. 61093:327-61093:338.

-9203240343 Proposed TS 4.7.13.2 re standby shutdown facility nickel cadmium battery
surveillance.

*  Duke Power Co. 92/03/11. 8pp. 61093:331-61093:338.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities -10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTlOW,J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203020124 Submits info that reflects methodology used by plants to resolve concerns
identified in Generic Ltr 91-11 re Generic Issues 48 & 49.lnfo inadvertently omitted
from 920131 cover Itr.

TUCKER.H.B. Duke Power Co. 92/02/19. Document Control Branch (Document Con-
trol Desk). 2pp. 60783:250-60783:251.

9203030037 Forwards request for add! info re licensee 911127 Itr concerning changes
to plant topical rept, "QA Program."

JULIAN,C.A. Region 2 (Post 820201). 92/02/19. TUCKER.H.B. Duke Power Co. 10pp.
60753:117-60753:126.

9203020311 Forwards response to Generic Ltr 91-13 re loss of essential svc water sys
postulated event.Existing TS adequately ensure availability of essential svc water sys.
TUCKER.H.B. Duke Power Co. 92/02/27. Document Control Branch (Document Con-
trol Desk). 8pp. 60788:115-60788:122.

9203050112 Forwards addl response on NRC safety evaluation of station blackout eval-
uation for Catawba units 1 & 2 w/licensee comment on each
recommendatlon.Advises of 920229 response date for safety evaluation per
10CFR50.63(c)<4).

TUCKMAN.M.S. Duke Power Co. 92/02/28. Document Control Branch (Document
Control Desk). 4pp. 60823:343-60823:346.

9203090188 Forwards Rev 32 to Oconee "ODCM," Rev 33 to McGuire "ODCM," Rev
34 to Catawba "ODCM" & Rev 35 to generic section of ODCM for plants.
TUCKER.H.B. Duke Power Co. 92/02/28. Document Control Branch (Document Con-
trol Desk). 2pp. 60895:295-60896:124.

-9203090207 Rev 34 to Catawba Nuclear Station "ODCM."
MCCOLLUM.W.R. Duke Power Co. 92/01/01. 57pp. 60896:055-60896:111.

-9203090210 Rev 35 to "ODCM" generic section.
MCCONNELL.T.L. Duke Power Co. 92/03/01. 13pp. 60896:112-60896:124.

9203100248 Requests FR publication of notice of issuance of amends 94 & 88 to li-
censes NPF-35 & NPF-52,respectively.Amends revise max allowable combined flow-
rates for both reactor makeup water pumps for MODES 3-5,

MARTIN.R.E. Project Directorate II-3. 92/03/03. NRC - No Detailed Affiliation Given.
1 p. 60865:198-60865:198.

9203130079 Forwards amends 94 & 88 to licenses NPF-35 & NPF-52, respectively &
safety evaluation.Amends revise max allowable flowrates for reactor makeup water
pumps for MODES 3-5 w/one or both trains of Boron Dilution Mitigation Sys inoper-
able.

MARTIN.R.E. Project Directorate II-3. 92/03/03. TUCKMAN.M.S. Duke Power Co.
4pp. 60932:226-60932:241.

-9203130084 Amends 94 & 88 to licenses NPF-35 & NPF-52,revising max allowable
combined flowrates for both reactor makeup water pumps for MODES 3-5 w/one or
both trains of Boron Dilution Mitigation Sys inoperable.
MATTHEWS.D.B. Project Directorate II-3. 92/03/03. 9pp. 60932:230-60932:238.

Q. Inspection reports, IE Bulletins & correspondence

9203100187 Ack receipt of 920131 Itr informing NRC of steps taken to correct violations
noted in insp repts 50-413/91-21 & 50-414/91-21.

HERDT.A.R. Region 2 (Post 820201). 92/02/13. TUCKMAN.M.S. Duke Power Co.
3pp. 60845:012-60845:014.

9203230197 Forwards notice of violation & proposed imposition of civil penalty in
amount of $15,000.Violation involving configuration control identified.
EBNETER.S.D. Region 2 (Post 820201). 92/02/14. TUCKMAN.M.S. Duke Power Co.
7pp. 60985:066-60985:075.

-9203230200 Notice of violation & proposed imposition of civil penalty in amount of
$15,OOO.Noncompliance noted:procedures not adequately implemented as evidenced
by listed examples.
* Region 2 (Post 820201). 92/02/14. 3pp. 60985:073-60985:075.

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp, 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9203100098 Confirms 920427-0501 dates for NRC insp of program developed per ge-
neric Itr 89-10, "Safety-Related Motor-Operated Valve Testing & Surveillance. Listed
info requested to assist in preparation for insp.

JULIAN.C.A. Region 2 (Post 820201). 92/02/21. TUCKMAN.M. Duke Power Co. 3pp.
60844:063-60844:065.

9202190038  NRC Info Notice 92-015. "Failure of Primary Sys Compression Fitting."
ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11 pp. 60392:001-60392:011.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

RQSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03,
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.229-60968:233.
